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SIDE VIEW, COMPLETE UNIT 
NOTES 

I PAINT INSIDE WHITE. 

2. PAINT OUTSIDE BLACK. 

3. SEAL ALL CRACKS. 

4. PLACE IN PROTECTED PLACE ON SOUTH SIDE 

OF A BUILDING. 

5. REMOVE WAX AND HONEY WHEN MOST COMBS 

ARE MELTED. THE HONEY SHOULD BE DIS- 
CARDED. 
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